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The Sorres-Tirana and the Durres~Elbasan trains will run by electricity 


upon completion of the Selite-Lenabregas ‘yydro-electric power siation. 
Thies station, the machinery of which hae oeen installed in an under- 


ground end allegedly bemb~proof chamber, was planned for completion in 


early 1951, 
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